THE SEWERAGE OF SEA COAST TOWNS.
of a square rod of, say, lin. side, with a metal hook at
the bottom, as shown in Fig. 15, and is so proportioned
that the distance from the top of the hook to the top of
the rod is equal to the difference in level of the top of
the weir and the sill of the notch. In using it the rod
of the hook-gauge is held against the side of the gauge-
peg and lowered into the water until the point of the
hook is submerged. The gauge is then gently raised
until the point of the hook breaks the surface of the
water, when the distance from the top of the gauge-peg1
to the top of the rod of the hook-gauge will correspond
with the depth of the water flowing over the weir.